ETag: "ab17a16a7121bb6dc16d92c8d37e65e9"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 6136
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: Judge Stephen L. Johnson
x-archive-meta-case-name: Mesatronic USA, Inc.- Adversary Proceeding
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: canb
x-archive-meta-date-case-filed: 2010-06-21
x-archive-meta-docket-num: 01-Jan-1970
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-pacer-case-num: 412476
x-archive-queue-derive: 0
x-varnish: 1396612854
x-upload-date: 2011-06-09T16:49:57.000Z
